﻿ INCLUDEPICTURE "http://www argusmediagroup com/images/topimage jpg" \* MERGEFORMATINET This week in Argus PowerEurope : S pecial Report about the European?s Energy Package pushes for greater liberalization The European Commission has outlined its plan for reform of Europe ?s energy sector with the announcement of its comprehensive energy and climate change package and the results of its long-awaited sectoral inquiry on 10 January To read the full story please click here Also in the latest edition: * North-south mergers could go ahead by April * Lyse bullish on Nordic interconnector * ?and much more background information about corporate, transmission, distribution and generation news as well as an overview about shares, generation costs and prices click here or visit us at www argusmediagroup com offers insights and invaluable context on trends in the European electricity industry The direction of regulatory initiatives, trends in the wholesale trading markets, spark spreads and interconnector flows are covered in detail, and key industry leaders and government officials are profiled every two weeks This report analyses price moves on large power exchanges in Europe and over-the-counter markets, and furthermore reviews utility share prices 